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SECTION I. 
INTRODUCTION 


1. Scope 


This manual lists spares and repair parts; special 
tools; special test. measurement, and diagnostic 
equipment (TMDE), and other special support 
equipment required for performance of organiza- 
tional maintenance of the ID-1189/PR, ID- 
1189(XE-2). It authorizes the requisitioning and 
issue of spares and repair parts as indicated by the 
source and maintenance codes 


2. General 
authorized to USE and REPAIR support Items. 
This Repair Parts and Special Tools List is divided 
into the following sections: 
a.[ Section IT] Repair Parts List. A list of spares 
and repair parts authorized for use in the 
performance of maintenance. The list also includes 
parts which must be removed for replacement of 
the authorized parts. Parts lists are composed of 
functional groups in numeric sequence. with the 
parts in each group listed in figure and item 
number sequence. 
b. Section Il. Special Tools List. Not applicable 
c.LSection IV) National Stock Number and Part 
Number Index. A list. In National item identifica- 
tion number(NIIN: sequence, of all National stock 
numbers (NSN) appearing in the listings, followed 
by a list. in alphanumeric sequence, of all part 
numbers appearing In the listings. National stock 
numbers and part numbers are cross-referenced to 
each illustration figure and item number appear- 
ance. 


3. Explanation of Columns 
a. Illustration. This column is divided as follows: 
(1) Figure number. Indicates the figure 
number of the illustration on which the item is 
shown. of the Uniform SMR Code format as follows: 
(2) Item number. The number used to identify 
item called out in the illustration. 
b. Source .maintenance, and Recoverability 
(SMR) Codes. 
(1) Source code. Source codes indicate the 
manner of acquiring support items for mainte- 
nance, repair, or overhaul of end items. Source 
codes are entered In the first and second positions 
of the Uniform SNIR Code format as follows: 
Code Definition 
PA— Кет procured and stocked for anticipated 
or known usage. 
XD— А support item that is not stocked. When 


Code Definition 
required. item will be procured through 
normal supply channels. 


NOTE 
Cannibalization or salvage may be used 
as a source of supply for any items source 
coded above except those coded XA and 
aircraft support items as restricted by AR 
70042. 


(2) Maintenance code.. Maintenance codes are 
assigned to indicate the levels of maintenance 
The maintenance codes are entered in the third 
and fourth positions of the Uniform SMR Code 
format as follows: 

(a) The maintenance code entered in the 
third position will Indicate the lowest maintenance 
level authorized to remove, replace, and use the 
support item. The maintenance code entered in the 
third position will indicate one of the following 
levels of maintenance: 

Code Application Explanation 
O— Support item is removed. replaced. used at 
the organizational level. 

(b)The maintenance code entered In the 
fourth position indicates whether the item is to be 
repaired and identifies the lowest maintenance 
level with the capability to perform complete 
repair(i.e., all authorized maintenance functions). 
This position will contain one of the following 
maintenance codes: 

Code Application Explanation 
Z— Nonreparable. No repair is authorized. 

(3) Recoverability code. Recoverability codes 
are assigned to support items to Indicate the 
disposition action on unserviceable items. The 
recoverability code is entered in the fifth position 


Recoverability 
Codes Definition 
Z— Nonreparable item. When unserviceable, 


condemn and dispose at the level indi- 

cated in position :3. 

c. National Stock Number. Indicates the Na- 
tional stock number assigned to the item and will 
be used for requisitioning purposes. 

d. Part Number. Indicates the primary number 
used by the manufacturer (individual, company, 
firm, corporation, or Government activity), which 
controls the design and characteristics of the item 
by means of its engineering drawings, specifi- 


cations, standards, and inspection requirements 
to identify an item or range of items. 


NOTE 

When a stock numbered item is req- 

uisitioned, the repair part received may 

have a different part number than the 

part being replaced. 

e. Federal Supply Code for Manufacturer 
(FSCM). The FSCM is a 5-digit numeric code listed 
in SB 70842 which is used to identify the 
manufacturer, distributor, or Government agency, 
etc. 

f. Description.. Indicates the Federal item name 
and, if required, a minimum description to identify 
the item. 

g. Unit of Measure (U/M). Indicates the standard 
of the basic quantity of the listed item an used in 
performing the actual maintenance function. This 
measure is expressed by a two-character alphabet- 
ical abbreviation (e.g., ea, in, pr, etc). When the unit 
of measure differs from the unit of issue, the lowest 
unit of issue that will satisfy the required units of 
measure will be requisitioned. 

k. Quantity /ncorporated in Unit Indicates the 
quantity of the item used in the breakout shown on 
the illustration figure, which is prepared for a 
functional group, subfunctional group, or an 
assembly. 


4. Special Information 
a Usable on codes are shown in the description 
column. Uncoded items are applicable to all 
models. Identification of the usable on codes used 
in this publication are: 


Code Used on 
3GU ID-118WPR 
3GV ID-1182(XE-2)/PR 


b. The following publications pertain to the 
ID-1189/PR, ID-1189(XE-2)/PR and its compo- 
nents: 
TM 11-5820-649-12, Receiving Set, Radio AN/ 

PRR-9 and Transmitting Sets, Radio AN/PRT-4 


TM 11-6625-937-20P 
and AN/PRT4A 
TM 11-6625937-12, Indicators, Channel Alignment 
ID-1189/PR and ID-1189(XE-2)/PR 


c. The illustrations in this manual are identical 
to those published in TM 11-6625-937-40P. Only 
those parts assigned the third position SMR 
maintenance code "C" or "O" are listed in the 
tabular listing, therefore, there may be a break in 
the item number sequence. Only illustrations 
containing organizational authorized items ap- 
pear in this manual. 


5. How to Locate Repair Parts 

a. When National stock number or part number 
is unknown. 

(1) First. Using the table of contents, deter- 
mine the functional group within which the item 
belongs. This is necessary since illustrations are 
prepared for functional groups and listings are 
divided into the same groups. 

(2) Second Find the illustration covering the 
functional group to which the item belongs. 

(3) Third Identify the item on the illustration 
and note the illustration figure and item number of 
the item. 

(4) Fourth. Using the Repair Parts Listing, 
find the figure and item number noted on the 
illustration. 

b. When National stock number or part number 
is known. 

(1) First. Using the Index of National Stock 
Numbers and Part Numbers, find the pertinent 
National stock number or part number. This index 
is in NIIN sequence followed by a list of part 
numbers in alphanumeric sequence, cross-referenced 
to the illustration figure number and item number. 

(2) Second. After finding the figure and item 
number, locate the figure and item number in the 
repair parts list. 


6. Abbreviations 
Not applicable. 


(Next printed page is 4.) 
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Figure 1. Indicators, Channel Alignment ID-1189/PR and ID-1189(XE-2)/PR. 
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SECTION II 


(а)| (b) 
FIG| ITEM SMR 
NO.| NO.| CODE 


(3) 


NATIONAL 
STOCK 
NUMBER 


5120-00-937-0066 
5120-00-935-0810 


9905-00-016-0128 
9905-00-016-0228 


(4) 


PART 
NUMBER 


U-389 (XE-1)PR 
SMB523690 
SMC523691 
SMD623693 
SMD623623 
SMC523692 
SMC523622 
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(6) (7) | (8) 
DESCRIPTION 

QTY 

INC 

USABLE ON CODE | ИМ IN 


N 


GROUP 00 INDICATORS, CHANNEL ALIGNMENTIID- 
1189/PR AND ID-1189(XE-2)/PR 


ADAPTER, CONNECTOR 
SCREWDRIVER 

TOOL, ALIGNMENT 

CARD, INSTRUCTION, TRANSMITTER 
CARD, INSTRUCTION, RECEIVER 
PLATE, INSTRUCTION 

PLATE, INSTRUCTION 
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Figure 2. Top Plate Assembly (Sheet 1 of 2). 
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Figure 2. Top Plate Assembly (Sheet 2 of 2). 
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SECTION II 


(3) (4) 


(a)| (b) NATIONAL 
FIG| ITEM SMR STOCK PART 
NO.| NO.| CODE NUMBER NUMBER 


5365-00-832-9229 | SMC523646 

5365-00-616-9659 | MS91525-1 
SMB623606-2 

5365-00-632-9228 | SMC523615 
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(6) (7) | (8) 
DESCRIPTION 
QTY 
INC 
USABLE ON CODE | ИМ IN 
N 


GROUP 01 TOP PLATE ASSEMBLY 

KNOB CONTROL, BAR 1 

KNOB CONTROL,BAR 1 

SCREW, MACHINE 6 
1 


SECTION IV TM 11-6625-937-20P 


NATIONAL STOCK NUMBER AND PART NUMBER INDEX 
NOTE: LATEST NATIONAL STOCK NUNBER ASSIGNMENTS ARE INCLUDED AT END OF INDEX 


STOCK NUMBER FIGURE ITEM STOCK NUMBER FIGURE ITEM 
NO. NO. NO. NO. 
9905-00-016-0128 1 18 5355-00-832-9229 2 35 
5355-00-616-9659 2 36 5120-00-935-0810 1 8 
5355-00-832-9228 2 65 5120-00-937-0066 1 7 
PART FIG. ITEM PART FIG. ITEM 

NUMBER FSCM NO. NO. NUMBER FSCM NO. NO. 
MS91525-1 96906 2 36 SMC523622 80063 1 19 
SMB523590 80063 1 7 SMC523646 80063 2 35 
SMB523606-2 80063 2 37 SMD523593 80063 1 16 
SMC523591 80063 1 8 S/D523623 80063 1 17 
SMC523592 80063 1 18 U-389(XE-1)PR 80063 1 2 
SMC523615 80063 2 65 


LATEST NATIONAL STOCK NUMBER ASSIGNMENT 


STOCK NUMBER FIGURE ITEM 
NO. NO. 
9905-00-016-0228 1 19 


U.S. GOVERNMENT PRINTING OFFICE: 1984 - 421-302/10131 
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By Order of the Secretary of the Army: 


BERNARD W. ROGERS 
General, United States Army 
Chief of Staff 


Official: 
J.C. PENNINGTON 
Brigadier General, United States Army 
The Adjutant General 
Distribution: 


To be distributed in accordance with DA Form 12-51, Direct and General Support maintenance requirements for 
ID-1189/PR. 


*U.S. GOVERNMENT PRINTING OFFICE: 1983 0 - 881-0000000 


RECOMMENDED CHANGES TO EQUIPMENT TECHNICAL PUBLICATIONS 


SOMETHING WRONG wm mis Ааа 


FROM: (PRINT YOUR UNIT'$ COMPLETE ADORESS) 


THEN. . JOT DOWN THE 
DOPE ABOUT IT ON THIS 
FORM, CAREFULLY TEAR IT 


| EG | OUT, FOLD IT AND DROP IT || 
" IN THE MAIL! 


A 
Å PUBLICATION NUMBER PUBLICATION DATE | PUBLICATION TITLE 
TM 11-5825-270-10 23 Jul 81 Radio Frequency R-2176/FRN 


BE EXACT. ..PIN-POINT WHERE IT IS 4), THIS SPACE TELL WHAT i$ WRONG 


| I 


PRINTED NAME, GRADE OR TITLE, AND TELEPHONE NUMBER 


D A FORM 2028-2 PREVIOUS EDITIONS Р.5.-ІҒ YOUR OUTFIT WANTS TO KNOW ABOUT YOUR 
1 JUL 79 * ARE OBSOLETE. RECOMMENDATION MAKE A CARBON COPY OF THIS 
AND GIVE IT TO YOUR HEADQUARTERS. 
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